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Site: 001 
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FACILITIES, GENERAL. 

- The facility must be constructed of such material and of such strength as appropriate for the animals involved. The indoor 
and outdoor housing fecilities shall be structurally sound and shall be maintained in good repair to protect the animals from 
injury and to contain the animals. 

- In the farm animal's exhibit. The wire screening placed at the bottom of the perimeter to contain the pig, over time the soil 
has eroded away and is exposing the wire mesh and the sharp ends. This is posing a situation where injury can occur. 

- Steps must be taken to prevent this item from recuning throughout your facility. 

- To be corrected by: March 1 2005 
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